Table of instructions for bringing weapons 
to normal combat 
(For everyone: range — 100 m, sight — "3", number of 
cartridges — 4) 


Weapon Type 
The excess of 
CT over 
TP 


Permissible 
deviation 
STP from CT 


Deviation of the 
STP when 
moving the 
mouse 


By height 


By direction 


AK-74 
13 cm 
5 cm 
1 turn- 20 cm 
1 mm-26 cm 


AKM 
25 cm 
5 cm 
1 turn- 20 cm 
1 mm-26 cm 


PK 
15 cm 
5 cm 
1 turn- 12 cm 
1 mm-16 cm 


SVD 
16 cm 
3 cm 
1 turn- 16 cm 
1 mm-16 cm 


